To:  Garcia,  David[Garcia. David@epa.gov];  Brown,  Jamesr[brown.jamesr@epa.gov];  McCasland, 

Mark[McCasland. Mark@epa.gov];  Kirkland,  Robert[kirkland. robert@epa.gov];  Atkins, 

Blake[Atkins.  Blake@epa.gov] 

From:  Restivo,  Angela 

Sent:  Fri  8/7/2015  2:04:14  PM 

Subject:  FW:  Conf  Call  atO  800  MDT  (0900  CDT)  for  Gold  King  Mine  ER 

Last  minute  change. 

For  those  of  you  in  the  office  we  can  take  the  (9:30)  meeting  in  the  REOC  conference  room  on 
the  8th  floor. 


From:  Webster,  Susan 

Sent:  Friday,  August  07,  2015  9:03  AM 

To:  Foster,  Althea;  Crossland,  Ronnie;  Restivo,  Angela 

Subject:  Fwd:  Conf  Call  atO  800  MDT  (0900  CDT^for  Gold  King  Mine  ER 


Sorry  for  rush.  Ok,  back  to  930  am  today. 

Sent  from  my  iPhone 

Begin  forwarded  message: 

From:  "Chavez,  Luke"  <Chavez.Luke@,epa.gov> 

Date:  August  7,  2015  at  9:00:53  AM  CDT 
To:  "Webster,  Susan"  <webster.susan@epa.gov> 

Subject:  RE:  Conf  Call  atO  800  MDT  (0900  CDT)  for  Gold  King  Mine  ER 

TFIANKS!  That’s  fine.  0930  your  time  will  work!  We’ll  jump  on  in  a half  hour. 


From:  Webster,  Susan 

Sent:  Friday,  August  07,  2015  7:59  AM 

To:  Chavez,  Luke 

Subject:  Re:  Conf  Call  atO  800  MDT  (0900  CDT)  for  Gold  King  Mine  ER 


Trying  to  get  folks.  We  told  them  930  am  CST  last  night. 
Sent  from  my  iPhone 
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On  Aug  7,  2015,  at  8:41  AM,  Chavez,  Luke  <Chavez.Luke@epa.gov>  wrote: 


Good  morning  Susan  - Are  you  guys  available  for  a quick  conference  call  this 
morning  at  0800  MDT/0900  CDT?  Can  you  invite  the  usual  suspects  please. 


Call  iri 
Code  \ 


Nonresponsive  Conference  Code 


Thanks  and  talk  with  you  all  soon. 


Luke  D.  Chavez 

Environmental  Engineer/Exercise  Coordinator,  MEP 
Emergency  Response  and  Preparedness 
US  EPA  Region  VIII  (EPR-ER) 

1595  Wynkoop  St. 

Denver,  CO  80202 
303.312,6512  (office) 

720,320.6250  (mobile) 
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